LATE CITY FINAL 
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NYCHA chief Shola 
Olatoye (here with the 
mayor) lied to federal 
officials, telling them 
thousands of apart- 
ments for the poor had 
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been inspected for [ffi 


lead paint when they 
weren't. She could face 
criminal charges. 


